i6o CAROLAN, CORY & CO.. SAN FRANCISCO. 


Davis Level & Tool Co’s 

Adjustable Spirit Level, Plumb and Inclinometer. 



No. 1, 6 inch. 

Nlachinists’ Iroi"L Levels. 


Price per dozen, 


^ 24 00 


Unequaled in aeeuraey, durability and simplieity. Each Level fully warranted. 



No. 2,12 inch. 


Price per dozen, 


S 30 00 



No. 3. IS inch. 

Price per dozen, . . . . . . . . . S 30 00 



No. 4, 24 inch. 


Price per dozen, . . . . . . . . . 8 42 00 


These levels are packed in boxes of one only. 















































